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Wastewater Treatment 
Process With Different 


Stages cinco. treatment stages employed to 
ater inside the wastewater treatment 
facility. 


Primary Treatment: During this stage, large wastewater 
particles are mechanically screened and settled using 
vertical bars and grit chambers. Water is poured into 
tanks for sedimentation after screening. 


In the secondary treatment stage, which is a biological 
process, bacteria are used to decompose organic 
materials that were recovered from the main treatment, 
producing biogas. Water is placed in aeration tanks and 
pushed air through them to speed up the treatment 
process. 


Tertiary treatment is the last stage of water purification 
and involves a chemical process. The removal of 
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Industries Produce 
Organic Compounds, Which 
Are Sources of Wastewater 


Electricity generation facilities: Coal-fired electricity 
generation facilities in particular are a substantial 
source of industrial pollution. 


Food sector: Wastewater generated by the food and 
agricultural industries is distinct from worldwide 
wastewater standards. It is handled by public or 
private sewage treatment plants and is 
biodegradable and non-toxic. 

lron and steel sector Iron is created from its ores in 
blast furnaces through intense reduction processes. 
Cooling fluids are constantly contaminated by 
products, especially cyanide and ammonia. 


Reason For Setup Of 


Industrial Water Treatment 


PLAamtrimary goal of an industrial vvastevvater 
treatment facility is to make vvater reusable 
and safe for human consumption. Businesses 
can benefit from recycling clean water in 
various manufacturing processes. Water 
transports not only chemical components, but 
also a variety of pollutants. Dangerous 
substances are present in the water released 
into the environment by industries. Leaving it 
out in the open is fatal. The industrial water 
treatment facility will remove dangerous 
substances and chemical additives from the 
water. Industrial effluent must be properly 
managed in order to prevent the growth of 
hacteria which if uncherked can harm trees 


Sevage Treatment Tor 
Industries 


VVater treatment, also knovvn as sevvage 
treatment, removes contaminants from 
vvastevvater before it enters aguifers or other 
natural bodies of vvater such as rivers, lakes, 
estuaries, and seas. VVhen a body of vvater 
contains too many contaminants for a single 
function, such as swimming or fishing. It's 
referred to as dirty water. Plastic shopping bags, 
straws, and wrappers are collected and directed 
through bar screens to be removed from 
wastewater. The water is then routed through a 
tank to remove grit and sand. The flow of water 
is slovved to allow the sand particles to settle to 
the hnttam The water ic then allowed to settla 
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